Summer 1968 
(Issue 22 - 22/06/1968) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Pyle H.W 
Chief Eng Officer Kelly T.M.C 





Chief Officer Gavin J.S 2nd Eng Officer Hughes G.K 
2nd Officer Neish R.J 3rd Eng Officer Harvey C.A 
3rd Officer Bell R.W 4th Eng Officer Bowen R.B 

Radio Officer Daly J.L.H 5th Eng Officer Bowden D.H 

Purser Oates J.W 6th Eng Officer Lane T.M.J 


7th Eng Officer Marsden B.H 
Electrical Officer Dobson B 
Carpenter Finlayson J 





Coventry City 
General Cargo - 10,720 d.w.t. 


Captain McLeod R.F 
Chief Eng Officer Douglas G.A.C 





Chief Officer Gosden D.W.F 2nd Eng Officer Lumb E 
2nd Officer Reeves M.M 3rd Eng Officer Woodend M 
Uncert Officer Bytheway P.S 4th Eng Officer Currid J.P 
3rd Officer Dye D.M 5th Eng Officer Stroud J 
Radio Officer Hopwood W.S Electrical Officer Ritchie R 
2nd Radio Officer Cunnison A 2nd Elect Officer Martyn D 


Purser Cowan G.G 
Carpenter Chivers A 
2nd Steward Hurst H 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Weir R 
Chief Eng Officer Pearson W.E 


2nd Eng Officer King H.M 

3rd Eng Officer Godfrey A.P 

4th Eng Officer Ardern D.H 

5th Eng Officer Hughes D.A 

6th Eng Officer Gibson F 
Electrical Officer Hedley W.R.H 





Chief Officer Bath A.L 
2nd Officer Taylor R.| 
3rd Officer Hunter M.J 
Deck Cadet Hodgson R.B 
Deck Cadet Gooding J.E 
Radio Officer Owen R.J 
Purser Ashley E 
Carpenter Blaze R.R 


Gloucestershire 
General Cargo - 10,515 d.w.t. 


Captain Young A.E 
Chief Eng Officer Findlay A 





Chief Officer Jones D.| 2nd Eng Officer Hearn J.H 
2nd Officer Paulusz H 3rd Eng Officer Bell W.C 
3rd Officer Malpass N.H 4th Eng Officer McGregor J 
Ext 3rd Officer Brown J.A 5th Eng Officer Turnbull J.D 
Deck Cadet Dass C.M 6th Eng Officer Perera Y.D.N.J 
Deck Cadet Nyunt M.T 7th Eng Officer Steinson T.J 
Radio Officer Daniels R.J Engineer Cadet Rowland S.W 
Purser Heaviside J.D Electrical Officer Ward D.N 


Assistant Purser 


May D.W 


Carpenter Preston A.G 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Williamson A.N 
Chief Eng Officer Shackleton J.H 








Chief Officer Horn M.J 2nd Eng Officer Turner T.A 
2nd Officer Woodham R.M.S 3rd Eng Officer Mcdonald M.D 
3rd Officer Creamer D.J 4th Eng Officer Needham T.A 
Deck Cadet Farrimond M.J 5th Eng Officer Diaz A.H.M 
Deck Cadet Stewart R.| Ext 5th Eng Officer Bandeen J.L 
Deck Cadet McMahon M.T.P 7th Eng Officer Ratcliffe A.T 
Deck Cadet Folley W.D 8th Eng Officer Mottershead B 
Radio Officer Mallett A.E Electrical Officer Brotherston C.W 
Purser Turner J.H 2nd Elect Officer Roberts J.G 
Carpenter Hughes (ch) P 
Lancashire IV 
General Cargo - 16,707 d.w.t. 
Captain Woodfield J.R 
Chief Eng Officer Marsh T.E 
Chief Officer Nisbet M.R 2nd Eng Officer Bartrop C.J 
2nd Officer Lee S.J 3rd Eng Officer Lambert P.W 
Uncert Officer Parker M.A 4th Eng Officer Carling T 
3rd Officer Raeburn-Ward A.D 5th Eng Officer Williamson W.M 
Deck Cadet Tracey J.P 6th Eng Officer Jones P.K 
Deck Cadet Bruce D.A Engineer Cadet Webster A.D 
Radio Officer Barradell R.H Electrical Officer Macaulay S.W 
Purser Miley D 


Carpenter Walker J.R 





Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Cooper T 
Chief Eng Officer Robertson A 





Chief Officer Anderson K 
2nd Officer Brown D.M 
3rd Officer Meredith M.T 

Radio Officer Kielthy P.K 

Purser Kays W.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Mcdonald J.A 
Edgington J.S 
Swift J 
Douglas A 
MacFarlane A 
Graham P 


Electrical Officer Bleasdale T.P 
Supernumerary King M.G 
Carpenter McHugh G 





Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Gurney F.G 
Chief Eng Officer Frost B 


2nd Eng Officer Maas J.M 

3rd Eng Officer Parsons W.B 

4th Eng Officer Stronge R.R 

5th Eng Officer Taylor G 

6th Eng Officer Sommerville J 
Electrical Officer Butterworth A.D 





Chief Officer Dyer S.R 
2nd Officer Birkett R 
3rd Officer Thomas D 
Ext 3rd Officer McMullan J 
Deck Cadet Watts J.S 
Deck Cadet Wain Z.T 
Radio Officer Alcock D 
Purser Whitefoot-Greenland T. 
Carpenter Blease T.V 


Staffordshire ITI 
General Cargo - 10,515 d.w.t. 


Captain Fitch N.F 
Chief Eng Officer Egan J.F 
Chief Eng Officer Holland D.A 





2nd Officer Weinman L.P 2nd Eng Officer Gresham W.H 
Uncert Officer Howland P 3rd Eng Officer Grindlay R.M 

3rd Officer McCall A.P 4th Eng Officer Stevenson W.A 

Deck Cadet Turnbull D.A 5th Eng Officer Fines | 

Deck Cadet Kunze A.R 6th Eng Officer Nash B.E 
Radio Officer Beyer C.L 7th Eng Officer Rothwell M.W 

Purser Ravera R.F Engineer Cadet Lockie M 
Assistant Purser Capes J.T Engineer Cadet Mullaly A.E 


Electrical Officer West A.S 
Carpenter Roberts W.N 


Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Peat R 


2nd Eng Officer Clark | 

3rd Eng Officer Twamley D.G 

4th Eng Officer Auckland B 

5th Eng Officer Fraser K.A 
Electrical Officer |kin D 





Chief Officer Taylor J.R 
2nd Officer Tiller C.R 
Uncert Officer Williams J.H 
3rd Officer Fyans C.W.A 
Radio Officer Ferry W 
2nd Radio Officer Stenton S.W 
Purser Willis F.J 
Carpenter OwenE 
2nd Steward Burns D 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Brown L.G 





Chief Officer Philip B.P 2nd Eng Officer Cowley J.A.R 
2nd Officer Scott H.A 3rd Eng Officer Craig C.G 
3rd Officer Morris T.N 4th Eng Officer Hartharn P.J 
Deck Cadet Kellett P 5th Eng Officer Fairley G.T 
Deck Cadet Paulusz C 6th Eng Officer Turner W.G 


Deck Cadet Hodgkinson J.H 
Radio Officer Fallon F.R 
Radio Officer McNeil R 
Carpenter Devitt M.J 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Sweeney H 





Chief Officer Preshaw A.G 2nd Eng Officer Plunkett K 
2nd Officer Railton W.A 3rd Eng Officer Robinson A 
Uncert Officer Bredow J.H 4th Eng Officer Barnes D 
3rd Officer Braddock A.N.L 5th Eng Officer Strasdin P 
Deck Cadet Wood B.A 6th Eng Officer Rooks B 
Deck Cadet Magner J.R.P.V Electrical Officer Woodfing J 


Radio Officer Phillips T 
Carpenter Wattrett K 





Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Jones E.H 
Chief Eng Officer Renney E.C 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Griffiths D.A.G 2nd Eng Officer 


Fletcher P.W 3rd Eng Officer 
Bower G.J 4th Eng Officer 
Watson C.T 5th Eng Officer 
Corcoran J.A 6th Eng Officer 
Waller R.A Electrical Officer 
Keenan G.J 


Carpenter Schamis M 


Primrose C.H 
Blower J.W 
Nixon P 
Hutchinson R 
Howayson J 
Marlow C.A 


